MY YEARS ON THE STAGE
night excitement he forgot to come back to turn the handle.
Isabel Irving, who was playing Lady Jessica^ was at a loss for a few seconds but quickly sent Arthur Byron, the young man, for a glass of water. Notwithstanding these two accidents, the play was a great success that first night and for months to come.
The cast was:
CHRISTOPHER DEERING     John Drew
EDWARD FALKNER             Arthur Byron
GILBERT NEPEAN              D. H. Harkins
GEORGE NEPEAN               Orrin Johnson
FREDDIE TATTON               Lewis Baker
ARCHIBALD COKE              Harry Harwood
MRS. CRESPIN                   Marie Derickson
BEATRICE EBERNOE          Blanche Burton
DOLLY COOKE                   Elizabeth Tyree
FERRIS                              Clara Hunter
LADY ROSAMOND TATTON  Annie Irish
LADY JESSICA NEPEAN       Isabel Irvingurtain said he heard only the one signal, so did not ring down. This spoiled the first act.
